TO  THE 


CHAIRMAN  AND  MEMBERS 

OF  THE 

Stoiomarket  Urban  District  Council. 


5th  January,  1909. 


Gentlemen, 

I  have  the  honour  of  presenting  to  you  my  Twelfth  Annual  Report  on 
the  health  of  Stowmarket,  for  the  year  ending  31st  December,  1908. 


Birth  Rate, 
237  per  1000 


Death  Rate, 
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Other  Deaths 


VITAL  STATISTICS. 

I  have  based  the  following  Statistics  on  the  population  at  the  last  census 
viz.,  4162. 

During  the  year  there  were  99  Births  (boys  47,  girls  52),  which  gives  a  Birth 
Rate  of  237  per  1000,  compared  with  20’6  per  1000  last  year,  and  an  average  of 
23‘1  for  the  previous  10  years  (see  Table  I).  The  Birth  Rate  for  the  surrounding 
Rural  District  (East  Stow)  was  26'0  per  1000. 

The  number  of  Deaths  registered  during  the  year  was  54  (males  32,  females 
22),  compared  with  57  last  year.  Eight  of  the  paupers  who  died  in  the  Union 
Workhouse  during  the  year  belonged  to  Stowmarket ;  2  of  the  patients  who  died 
in  the  Ipswich  Hospital  also  belonged  to  this  town,  as  also  3  of  the  patients  who 
died  at  the  County  Asylum,  and  a  patient  who  died  in  a  London  Hospital ;  these 
added  to  the  above  gives  the  corrected  number  of  68,  and  a  Death  Rate  of  16‘5  per 
1000,  compared  with  14'9  last  year  and  an  average  of  14‘8  for  the  previous  10 
years.  The  Death  Rate  for  the  East  Stow  District  was  147  per  1000. 

There  were  8  Deaths  registered  of  Infants  under  one  year  of  age,  equal  to  an 
Infant  Mortality  of  80'8  per  1000  Births,  compared  with  139  last  year,  and  an 
average  of  131  for  the  previous  10  years  (see  Table  V).  This  rate  for  the  East 
Stow  District  was  105  per  1000  Births;  but  for  this  district,  leaving  out  the 
Urban  part  of  Combs  and  Stowupland,  this  rate  was  only  74. 

There  were  2  Deaths  caused  by  the  seven  principal  Zymotic  Diseases  ;  both 
were  infants  and  caused  by  Diarrhoea  (compared  with  5  last  year  and  4  the  year 
before),  and  this  is  equal  to  a  Zymotic  Death  Rate  of  0'4  per  1000.  This  rate  for 
the  East  Stow  District  was  nil. 

Amongst  the  other  Deaths  will  be  noted  (see  Table  IV) : — 6  due  to  Phthisis, 
compared  with  1  last  year ;  5  to  Cancer,  compared  with  2  last  year ;  9  to  Diseases 
of  the  Respiratory  Organs,  compared  with  15  last  year ;  10  to  Heart  Disease, 
compared  with  7  last  year ;  1  death  was  accidental,  and  4  were  registered  as 
being  due  to  “  old  age.” 

INFECTIOUS  DISEASES. 

There  were  only  7  notifications  of  Infectious  Diseases  received  during  the 
year,  compared  with  14  last  year,  viz : — 

Diphtheria  ...  3  (compared  with  6  last  year). 

Erysipelas  ...  2  (compared  with  3  last  year). 

Enteric  Fever  ...  1  (the  first  case  in  4  years). 

Scarlet  Fever  ...  1  (compared  with  5  last  year). 

Of  the  cases  of  Diphtheria,  one  was  imported  from  Ipswich,  one  was 
associated  with  insanitary  surroundings  and  a  polluted  water  supply,  and  in  the 
third  case  no  cause  could  be  ascertained.  The  case  of  Scarlet  Fever  was  imported 
from  Old  Newton  and  the  patient  sent  back  to  her  house  under  proper  precautions 
the  next  day.  The  case  of  Enteric  Fever  was  imported  from  Felixstowe.  In 
none  of  the  cases  did  the  disease  sprqad.  Another  person  suffering  from  Scarlet 
Fever  was  brought  into  the  town  to  see  a  Doctor ;  as  the  parents  had  been 
warned,  legal  proceedings  were  taken  by  the  Rural  Authority  with  the  result  that 
the  father  was  heavily  fined. 


Hospital  It  has  not  been  necessary  to  open  the  Hospital  since  it  was  used  for  the 

epidemic  of  Scarlet  Fever  in  1904.  We  are  now  threatened  with  an  epidemic 
and  arrangements  are  being  made  for  the  appointment  of  a  woman  who  is  to  be 
in  readiness  to  take  charge  of  the  Hospital  at  any  moment,  under  a  nurse.  The 
Hospital  was  broken  into  during  the  year ;  this  is  the  second  time  this  has 
occurred  ;  fortunately  very  little  damage  was  done.  During  the  summer  the 
Hospital  was  painted  with  two  coats  of  paint  outside.  The  roof  now  requires  a 
little  attention. 


GENERAL  SANITARY  REPORT. 


Bake-houses 

(9) 


The  Bake-houses  were  inspected  quarterly  with  occasional  surprise  visits. 
They  were  found  to  be  in  a  very  satisfactory  sanitary  condition,  only  minor 
defects  being  reported,  which  have  since  been  remedied. 


Slaughter-  The  Slaughter-houses  were  inspected  officially  during  the  year,  and 

houses  (9)  occasional  surprise  visits  made.  They  were  found  to  be  in  a  fairly  satisfactory 
sanitary  condition. 


Cow  Sheds  The  Cow  Sheds  and  Dairies  were  inspected  during  the  year,  and  were  found 

and  Dairies  (4)  to  be  in  a  fairly  satisfactory  sanitary  condition. 


Common  Lodging  The  Common  Lodging  Houses  were  inspected  during  the  year.  On  the  first 
Houses  (2)  inspection  it  was  reported  that  one  of  the  houses  had  four  w.c’s  with  no  water 
laid  on  to  them — this  has  since  been  rectified ;  otherwise  they  were  in  a  fairly 
satisfactory  sanitary  condition,  but  are  both  badly  over-crowded. 


Factory  Act  The  Workshops  and  Factories  were  inspected  twice  during  the  year  (see 

(66)  Table  II),  132  inspections  were  made.  There  are  66  workshops  now  on  the 

register ;  two  cases  are  reported  of  insufficient  sanitary  accommodation,  nothing 
has  been  done. 


Refuse 

Disposal 


Sewerage 


Drainage 


Nuisances 


The  Refuse  from  the  houses  in  the  town  is  removed  twice  a  week  and  carted 
to  the  Council’s  Meadow ;  altogether  1000  loads  were  disposed  of  during  the  year. 
Many  complaints  are  still  received  as  to  the  nuisance  caused  by  the  receptacles 
containing  the  house  refuse  not  being  in  the  great  majority  of  instances  covered. 

100  loads  of  night  soil  were  carted  to  the  cemetery  meadow,  turned  over, 
and  used  on  the  Council’s  Farm. 

The  Sewage  of  the  town  gravitates  to  the  Pumping  Station,  from  this  it  is 
pumped  up  to  the  Farm  through  an  llin.  rising  main  into  filtering  tanks.  The 
sludge  is  separated  and  the  effluent  flows  on  to  the  land,  then  through  osier 
beds  and  into  the  river.  The  Sewage  Farm  is  worked  under  a  Joint  Committee 
of  the  Stowmarket  and  East  Stow  District  Councils,  and  this  year  shows  a  profit 
of  £83  19s.  Id. 

During  the  year  10  houses  have  been  connected  on  to  the  sewer,  making  a 
total  since  1903  of  358. 

A  New  Sewer  has  been  constructed  to  take  the  sewage  from  the  New 
Secondary  Schools,  and  a  short  length  of  the  butt  pipe  sewer  in  Bury  Street, 
which  was  broken  through  by  a  handcart,  has  been  re-constructed  in  glazed  pipes  ; 
so  that  there  remains  to  be  re-constructed  the  Sewers  (all  being  very  defective)  in 

Bury  Street  (part)  ...  ...  Butt  Pipes 

Tavern  Street  ...  ...  „ 

Bond  Street  ...  ...  „ 

Violet  Hill  . 

Violet  Hill  Road  ...  ...  „ 

Union  Street  ...  ...  „ 

Church  Lane  (part)  .  „ 

Ipswich  Street  .  „ 

The  Main  Intercepting  Sewer  was  cleaned  out  again  this  year  for  f  of  a  mile, 
35  tons  of  silt  being  removed ;  this  involves  an  annual  charge  on  the  town  and 
appears  to  be  due  entirely  to  bad  workmanship  or  faulty  design. 

Drains  in  connection  with  18  houses  have  been  re-constructed,  the  butt  pipes, 
bell  and  lip  traps  done  away  with.  10  new  w.c’s  have  been  erected.  One  dead 
well  has  been  filled  up. 

The  removal  of  the  contents  of  Vaults  still  left  in  the  town  is  a  serious 
expense,  and  a  great  part  of  this  could  be  avoided  if  Bond  Street  were  sewered — 
this  street  costs  annually  more  for  this  purpose  than  any  in  the  town,  in  fact 
more  than  the  interest  on  the  outlay  for  a  sewer. 

Nuisances  were  caused  by  manure  heaps  against  walls,  &c.,  where  there  were 
no  bins  on  the  premises ;  in  3  cases  bins  have  been  provided  and  in  2  other 
cases  bins  have  been  condemned  and  orders  given  for  re-construction.  Nuisances 


House  to 

House 

Inspection 


Water  Supply 


caused  by  blocked  drains  were  numerous  during  the  year ;  in  connection  with  7 
houses  the  whole  drainage  had  to  be  condemned  and  was  reconstructed ;  in  one 
of  these  cases  broken  pipes  had  been  repaired  with  pieces  of  tin.  In  connection 
with  one  of  the  public  houses  in  the  town,  a  passage  between  it  and  another 
public  house  was  used  as  a  urinal  ;  the  Sanitary  Inspector  reports  “that  the  wall 
of  the  smoking  room  belonging  to  the  next  house  was  soaked  and  the  paper 
spoilt.”  One  notice  served  on  an  owner  of  5  Cottages  in  1903  to  do  away  with 
Vaults  which  were  condemned,  has  not  been  complied  with.  A  considerable 
nuisance  was  caused  by  sewer  gas  escaping  through  private  drains  in  Bridge 
Street — the  town  sewer  not  being  properly  ventilated ;  one  ventilator  has  been 
erected  at  the  highest  point  of  the  Sewer  in  the  hope  that  this  will  be  sufficient. 

There  is  only  one  Public  Urinal  in  the  town,  the  other  having  been  done 
away  with  during  the  year — this  is  hardly  sufficient  accommodation,  especially 
on  Market  days. 

During  the  year  House  to  House  Inspections  were  made  by  the  Sanitary 
Inspector  and  myself  in 

1.  — Cardinalls  Road,  20  Cottages. — The  P.  Vaults  were  in  a  dilapidated  state; 

one  or  two  roofs  of  cottages  were  leaky,  and  the  plaster  on  walls  damp  and  in 
places  falling  away  and  troughing  defective — since  the  visit  the  cottages 
have  been  brick-fronted  and  put  into  thorough  repair. 

2.  — Stricklands  Road,  2  Cottages. — Roofs  leaky,  windows  in  lower  rooms  fixed, 

bedroom  ventilation  insufficient,  in  one  with  cubic  capacity  of  1183  feet  there 
was  only  a  window  of  2  ft.  by  10  ins. — both  houses  being  very  dirty— a 
Donkey  was  kept  in  a  shed  built  against  a  house  wall,  the  refuse  soaking 
into  a  cupboard ;  all  this  has  been  remedied. 

3.  — Violet  Hill  Road,  10  Cottages. — 5  P.  Vaults  and  one  of  these  so  filthy  and 

dilapidated  that  it  is  useless,  so  that  there  are  only  4  for  10  cottages.  This 
was  reported  to  the  Council  in  April  and  again  in  December,  but  nothing  has 
been  done. 

4.  — Bond  Street,  40  Cottages. — -P.  Vaults,  defective  in  construction,  dilapidated  and 

dirty,  vaults  were  all  overflowing — the  average  cost  of  emptying  these  vaults 
is  £8  per  annum,  and  the  estimated  cost  of  the  necessary  sewer  about  £100. 
This  matter  was  reported  to  the  Council  in  January  1906,  and  on  three 
occasions  since,  but  nothing  has  been  done. 

5.  — Ipswich  Road,  3  Cottages. — P.  Vaults,  defective  in  construction  and  leaky.  I 

calculated  that  from  these  3  vaults  alone  about  350  gallons  of  crude  sewage 
must  leak  into  the  surrounding  soil  every  year.  In  one  house  the  lower 
window  was  fixed.  Notices  have  been  served  on  the  agents  of  this  property 
to  construct  new  w.c’s,  &c. 

6.  — Bury  Street,  6  Cottages. — Roofs  of  4  leaky ;  all  lower  windows  fixed  ;  and  in 

the  yard  of  one,  where  a  horse  is  kept,  there  was  no  bin.  Notices  were 
served  on  owner,  and  they  will  all  be  complied  with  shortly. 

7.  — Church  Lane  and  Walk,  10  Cottages. — All  more  or  less  dirty  and  damp, 

troughing  defective,  one  drain  blocked,  three  defective  traps,  most  of  the 
windows  fixed,  and  all  with  insufficient  ventilation,  especially  to  bedrooms  ; 
seven  have  only  one  bedroom  each,  several  are  overcrowded.  These  cottages 
are  to  be  put  into  thorough  repair  and  the  overcrowding  if  possible  stopped. 

8.  — Stricklands  Road  and  Ipswich  Street,  1  Shop  and  6  Cottages. — The  rain 

water  pipes  were  directly  connected  with  the  sewer,  the  water  is  not  laid  on 
to  the  w.c’s,  some  of  which  are  very  badly  ventilated  and  lighted,  and  for  one 
shop  and  three  cottages  there  are  only  two  w.c’s.  Nojie  of  these  cottages 
have  sufficient  space  at  the  back :  four  have  a  common  square  of  348  square 
feet,  two  of  the  others  have  45  square  feet  each,  and  the  end  one  a  space  at 
the  side  of  120  square  feet,  and  there  is  a  high  fence  between  this  and  the 
adjoining  property.  Most  of  these  defects  are  to  be  remedied,  but  the  Council 
consider  that  “whilst  there  are  only  9  people  using  2  closets  the  accommoda¬ 
tion  is  sufficient.”  Each  cottage  has  two  bedrooms  and  the  shop  three. 

This  matter  is  at  a  standstill.  During  the  year  one  new  supply  of  the 
waterworks  water  has  been  laid  on.  In  1905,  103  wells  were  condemned  as  unfit 
for  use,  and  notices  were  served  on  the  owners  to  supply  a  proper  drinking  water ; 
40  complied  with  the  order  and  laid  on  the  water ;  in  1906,  nine  more  complied, 
and  in  1907  four  more.  There  now  remain  about  50  polluted  wells  still  in  use, 
supplying  134  houses,  shops  and  cottages,  and  used  for  both  domestic  and  trade 
purposes. 

Four  cottages  in  Union  Street  have  only  a  polluted  well  supply  which  the 
occupiers  refuse  to  use,  and  the  owner  refuses  to  lay  on  the  water,  although 
served  with  a  notice  to  do  so  in  1905.  Five  cottages  in  Regent  Street  have  also 
only  a  polluted  well,  and  the  occupiers  have  to  get  their  drinking  water  as  best 
they  can ;  they  will  not  use  the  well  water  because  it  contains  worms.  The 
owner  of  this  property  was  served  with  a  notice  in  1905  and  again  this  year,  but 
nothing  has  been  done. 


Two  new  houses  have  been  built  during  the  year.  The  cottage  accommodation 
in  the  town  is  insufficient  and  defective.  Overcrowding  is  very  frequent,  but 
difficult  to  remedy. 

The  New  Secondary  School  is  nearing  completion.  The  County  Council’s 
School  has  been  thoroughly  repaired,  new  w.c’s  have  been  erected  and  drains 
reconstructed. 

On  the  30th  January  I  found  it  necessary  to  sieze  a  large  quantity  of  fish 
exposed  for  sale  in  the  Market  Place,  and  it  was  ordered  to  be  destroyed  by  a 
Magistrate.  Again  in  September  unsound  fish  was  sold  by  the  same  man,  and 
the  Sanitary  Inspector  seized  two  boxes  of  dried  fish  in  a  putrid  condition ;  this 
same  man  had  already  been  warned  before — but  the  Council  took  no  further 
action. 

Food  &  Drugs  No  action  has  been  taken  by  the  Council  under  this  Act. 

Act 

GENERAL  REMARKS. 

On  referring  to  Table  I.  you  will  see  that  the  Birth  Rate  this  year  is  above  the  average  for 
the  previous  10  years.  The  Death  Rate  is  also  above  this  average  ;  last  year  Stowmarket  had 
the  highest  Death  Rate  in  the  East  Suffolk  District.  This  year  this  rate  is  rather  higher  again. 
This  ought  not  to  be,  and  I  do  not  think  it  would  be  if  the  various  glaring  sanitary  defects  in 
the  town  were  remedied,  such  for  example  as  the  use  of  polluted  wells  for  drinking  and  trade 
purposes  ;  the  proximity  of  privy  vaults  to  back  doors  ;  the  condition  of  overcrowded  and  dirty 
cottages,  largely  due  to  the  want  of  further  cottage  accommodation ;  and  the  defectively 
sewered  streets  throughout  the  town. 

The  Infant  Mortality  this  year  shows  a  great  improvement  on  that  of  recent  years,  and  is 
I  believe  largely  due  to  the  mild  weather  both  at  the  beginning  and  end  of  the  year.  The  small 
number  of  deaths  from  the  Respiratory  Diseases  also  points  to  this  (see  Table  V). 

The  Zymotic  Death  Rate  is  also  very  low,  compared  with  previous  years,  and  is  due 
largely  to  the  absence  of  any  epidemic  diseases  during  the  year. 

As  to  the  Infectious  Diseases  Hospital,  in  my  first  report  to  the  Council  I  said  “a  steam 
disinfecting  chamber  should  be  provided.”  At  the  Council  Meeting,  December  2nd,  1899,  it  was 
resolved  “that  a  Thresh  disinfector  be  purchased,  that  a  suitable  building  be  erected  to  contain 
the  apparatus,  and  tenders  be  invited,”  &c.  But  to-day  we  have  no  disinfecting  apparatus  of 
any  kind,  and  therefore  we  have  no  means  for  the  efficient  disinfection  of  bedding,  clothing,  &c. 
I  have  also  to  notice  that  owing  to  the  fact  that  no  caretaker  has  been  appointed,  the  Hospital 
was  again  broken  into,  a  certain  amount  of  damage  done,  and  a  few  articles  stolen. 

With  regard  to  Refuse  Disposal,  in  my  report  for  1902  there  are  the  following  remarks 
which  apply  equally  to-day : — “  Closed  receptacles  of  proper  construction  should  be  used,  thus 
doing  away  with  the  unsightly  as  well  as  insanitary  and  offensive  open  box,  often  rotten,  and 
overturned  by  prowling  dogs,  not  to  speak  of  the  contents  being  blown  all  over  the  town  on 
windy  days.”  As  exception  was  taken  to  this  statement  last  year,  I  had  the  receptacles 
counted  on  two  or  three  occasions.  There  were  80  covered  and  properly  constructed,  and  660 
broken  boxes,  pails,  &c.,  &c.,  the  use  of  which  is  forbidden  by  the  present  Bye-laws. 

With  regard  to  the  Drainage  of  the  town,  last  year  I  said  in  my  report,  “this  year  less  has 
been  done  than  in  previous  years,  as  the  Council  abandoned  their  intention  to  sewer  Bond 
Street,  where  the  only  sanitary  arrangement  is  the  privy  vault,  a  fruitful  source  of  all  kinds  of 
nuisance,  a  filthy  arrangement  that  no  self-respecting  town  ought  to  tolerate.”  These  remarks 
apply  equally  to-day  :  nothing  has  been  done  for  Bond  Street,  and  the  only  piece  of  sewering 
done  was  the  necessary  few  yards  to  connect  on  the  New  Secondary  School,  and  the  short  piece 
in  Bury  Street  that  was  broken  into  by  the  Council’s  handcart. 

The  difficulty  of  dealing  with  insanitary  conditions  of  cottage  property  is  added  to  greatly 
owing  to  the  want  of  this  class  of  house  and  the  action  taken  by  the  owners  in  cases  where 
any  complaints  are  made ;  in  fact  the  tenants’  obvious  fear  of  being  turned  out  by  the  landlord 
is  always  evident  in  making  house  to  house  and  other  inspections,  and  not  without  reason. 

Table  I.  shows  the  estimated  Population  and  Birth  and  Death  Rates  for  the  last  ten  years. 

Table  II.  refers  to  the  Factory  Act. 

Table  III.  shows  the  cases  of  Infectious  Diseases  notified,  and  particulars  as  to  the  age  of 
the  persons  affected. 

Table  IV.  shows  the  causes  of,  and  ages  at,  Death  during  the  year. 

Table  V.  gives  details  re  Infant  Mortality  during  the  year. 

In  conclusion,  I  have  to  acknowledge  the  great  help  I  have  received  from  the  Sanitary 
Inspector  and  Surveyor,  and  to  thank  the  Chairman  and  Members  of  the  Council  for  the 
considerate  manner  in  which  they  have  always  received  my  suggestions. 

I  have  the  honour  to  remain,  Gentlemen, 

Your  obedient  Servant, 

CHAS.  W.  LOW,  M.B.,  D.P.H.,  &c., 

Medical  Officer  of  Health. 
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TABLE  I. 

Vital  Statistics  of  whole  District  during  1908  and  previous  Years. 


Year. 

Popul’tion 
estimated 
to  Middle 
of 

each  Year. 

Births. 

Total  Deaths  registered 
District. 

n  the 

Total  Deaths  in 

Public  Institutions 

in  the  District. 

Deaths  of  Non- 

residents  registered 

in  the  District. 

Deaths  of  Residents 

registered  beyond 

the  District. 

Nett  Deaths  at 
all  Ages 

belonging  to  the 
District. 

Under  1  year  of 
age. 

At  all 

ages. 

No. 

Rate.* 

No. 

Rate  per 
1000 
Births 
registd. 

No. 

Rate.* 

No. 

Rate.* 

1898 

4221 

98 

23'2 

17 

171 

71 

16’8 

6 

77 

187 

1899 

4202 

103 

24*5 

13 

126 

56 

12'8 

4 

60 

14‘2 

1900 

4185 

104 

24‘8 

16 

153 

70 

167 

1 

71 

16'9 

1901 

4162 

114 

27‘3 

20 

178 

66 

15'8 

3 

69 

16A 

1902 

4162 

92 

24‘5 

9 

97-8 

51 

12'2 

3 

54 

12'9 

1903 

4162 

72 

17‘2 

7 

977 

52 

12’4 

6 

58 

13‘9 

1904 

4162 

89 

21-2 

11 

123 

56 

13’4 

4 

60 

14’4 

1905 

4162 

93 

22’3 

10 

107 

48 

11-5 

1 

49 

117 

1906 

4162 

107 

257 

14 

120 

57 

13'6 

6 

63 

151 

1907 

4162 

86 

20‘6 

12 

139 

57 

13‘6 

5 

62 

14-9 

Averages 

for  years 

231 

131 

13'8 

14-8 

1898-1907. 

1908 

4162 

99 

237 

8 

808 

54 

129 

14 

68 

165 

*  Rates  calculated  per  1000  of  estimated  population. 

Area  of  District  in  acres  (exclusive  of  area  covered  by  water)  ...  ...  990 

Total  population  at  all  ages  ...  ...  4162 

Number  of  Inhabited  houses  ...  962  Average  number  of  persons  per  house  ...  4'4 


TABLE  II. 

Factories,  Workshops,  Laundries,  Workplaces,  and  Homework. 


Total  Number  of  Workshops  on  Register 

66 

1— INSPECTION. 

-  Number  of  - 

Premises.  Inspections. 

Written  Notices. 

Prosecutions. 

Factories  (including  Factory  Laundries) 

22 

0 

0 

Workshops  (including  Workshop  Laundries) 

110 

2 

0 

,  Total 

132 

2 

0 

2—  DEFECTS 

FOUND. 

Number  of  Defects. 

Particulars. 

Found. 

Remedied. 

Sanitary  accommodation  insufficient 

4.. 

2 

0 

Total 

2 

0 

3.— HOME 

WORK. 

Outworkers’  Lists, 

Section  107. 

List  received  from  Employers. 

Sending  twice  in  the  year. 

Outworkers. 

Nature  of  work. 

Lists.  Contractors. 

Workmen. 

Wearing  Apparel — Making,  &c.  ... 

... 

4  ...  2 

12 

4  2 

12 

TABLE  III. 

Cases  of  Infectious  Disease  notified  during  the  Year  1908. 


Notifiable 

Disease. 

Cases 

Notified  in  Whole  District. 

No.  of  Cases 
removed  to 
Hospital 
from  each 
Locality. 

At  all 
Ages. 

At  Ages 

— Years. 

Under 

1 

1  to  5 

5  to  15 

15  to  25 

25  to  65 

65  and 
upwards 

Diphtheria 

3 

1 

2 

Erysipelas 

2 

2 

Scarlet  fever 

1 

1 

Enteric  fever 

1 

1 

Totals  ... 

7 

3 

4 

Isolation  Hospital,  Stowmarket.  Total  available  beds  ...  10 

Number  of  Diseases  that  can  be  concurrently  treated  ...  1 


TABLE  IV. 

Causes  of,  and  Ages  at,  Death  during  the  Year  1908. 


Deaths  in  whole  District  at  subjoined  Ages. 

Causes  of  Death. 

All 

Ages. 

Under 

1 

1  and 

5  and 

15  and 

25  and 

65  and 

under 

under 

under 

under 

up- 

5 

15 

25 

65 

wards 

Small-pox 

Measles 

Scarlet  Fever 

l 

Whooping  Cough  ... 

Diphtheria  (including  Mem- 

branous  croup)  ... 

Diarrhoea 

2 

1 

1 

Enteritis 

2 

2 

Phthisis  (Pulmonary  Tuberculosis) 

6 

1 

1 

4 

Other  tuberculous  disease 

Cancer,  malignant  disease 

5 

1 

4 

Bronchitis 

4 

4 

Pneumonia  ... 

Pleurisy 

Other  diseases  of  Respiratory 

5 

1 

2 

1 

1 

Organs  . 

Alcoholism — Cirrhosis  of  liver  ... 

3 

2 

1 

Premature  Birth 

Diseases  and  Accidents  of 

3 

3 

parturition 

Heart  Diseases 

10 

2 

8 

Accidents 

1 

1 

Suicides 

Apoplexy 

2 

1 

1 

Old  Age 

4 

4 

All  other  causes 

21 

1 

1 

3 

9 

7 

All  causes 

68 

8 

4 

1 

4 

20 

31 

TABLE  V. 


Infantile  Mortality  during  the  Year  1908. 


{legitimate  ...  94  f  legitimate  infants  ...  6 

Deaths  in  the  year  of  < 

illegitimate  ...  5  l  illegitimate  infants  ...  2 


Population 


4162 


NEWBY.  PR'NTER.  STOWMARKET. 


> 


Urban  District  Council. 


